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THURSDAY, AUGUST 13, 2015 


THROWBACK THURSDAY 


Mrs. Jules Van Derel strolls past St. Vincent Hospital with her child, circa 1898. In 1888, four nuns from the 
Hospital Sisters of the Third Order of St. Francis established St. Vincent Hospital in Green Bay. The original 
structure was built on the corner of Webster and Porlier streets, across from the Monastery of Our Lady of 
Charity of Refuge, Good Shepherd Home, which was also run by the Catholic Diocese. During the 20th century, 
St. Vincent Hospital was updated and expanded through donations from local residents. Eventually it became 
one of the tallest structures in Green Bay, moving from a small general hospital to one featuring more special¬ 
ized care. » Order a reproduction of this and other photos from the Neville Public Museum of Brown 

County at http://photos.nevillepublicmuseum.org. 


COURTESY OF THE NEVILLE PUBLIC MUSEUM OF BROWN COUNTY 


JIM MATTHEWS/PRESS-GAZETTE MEDIA 


St. Vincent Hospital in the late 1890s, 


St. Vincent Hospital at the corner of Webster and Porlier streets in Green Bay, 



£>j| 

/v 

w 

ski 

p 

1 1 1 I 

•T 

i — 1 — 

// 

Li m!i>, 
























































































